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UNITED STATES DISTRICT COURT 
NORTHERN DISTRICT OF CALIFORNIA 
SAN JOSE DIVISION 


CAPITOL BUILDERS HARDWARE INC., 
Plaintiff, 
v. 


Case No. 5:14-cv-02785-EJD 

JUDGMENT 


AMERICAN SAFETY CASUALTY 
INSURANCE COMPANY, et al., 

Defendants. 


Cross-Claimant American Safety Casualty Insurance Company’s Motion for Default 
Judgment having been granted in part and denied in part (Dkt. No. 53), IT IS HEREBY 
ORDERED, ADJUDGED AND DECREED that judgment is entered in favor of Cross-Claimant 
in the amount of $91,704.08. The Clerk shall close this file. 


IT IS SO ORDERED. 

Dated: April 7, 2017 


0 Q [[^,/L 

EDWARD j7d A VILA * 

United States District Judge 
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